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RUIUL  ELECTRIFICATION  ADMINISTILITION 


PROGRESS  BULLETIN  SEPTEMBER  15,  1937 

GENERAL  - NO,  10 


MINNESOTA  8048W  Anoka 
Anoka  County  Cooperative 
Light  and  Power  Association, 
Anoka,  Minnesota 


Allotment  of  $20,000  to  finance  house  wiring 
and  pl^mhing  installations  for  ahoiit  100 
customers,  A total- of  $170,000  has  Been 
allotted  for  di'striUution  lines  and  the  first 
section  is  now  under  construction. 


MINNESOTA  d057W  Otter  Tail 

Lake  Region  Cooperative 
Electric  Association, 
Fergus  Falls,  Mi nn e so ta 


Allotment, of  $10,000  to  finance  house  wiring 
and  plumhing  installations  for  about  100 
customers,  A total  of  $125,000  has  Been 
allotted  for  distrioution  lines  to  Be  Built 
By  this  organization. 


MISSISSIPPI  8023B  Coniah 
Southwest  Mississippi  Electric 
Power  Association, 

Lorman,  Mississippi, 


SOUTH  DAKOTA  80077r  Lincoln 

Lincoln-Union  Electric  Co., 
Alcester,  South  Dakota. 


VIRGINIA  802777  Nottoway 

South  side  Electric  Co- 
operative, 

Blackstone,  Virginia. 


Additional  allotment  of  $45,000,  making  a 
total  of  $250,000  now  available  which  will 
Build  about  208  miles  of  line  and  serve  about 
616  customers  in  Hinds,  Jefferson,  Copiah, 
Clairborne,  Lincoln,  Wilkinson,  Amite  and 
Franklin  Counties.  Fnolcsale  pov;er  will 
probably  Be  supplied  By  the  Crosby  Lumber 
Company  at  a rate  of  ,72<^. 

Allotment  of  $20,000  to  finance  house  wiring 
and  pl'umBing  installations  for  about  100 
customers,  A total  of  $208,000  has  Been 
allotted  for  distribution  lines  to  Be  Built 
By  this  prrp.nization. 

Allotment  of  $15,000  to  finance  house  wiring 
and  plumbing  installations  for  about  100 
customers.  A total  of  $158,000  has  been 
allotted  for  distribution  lines  and  the  first 
section  is  under  construction. 


WISCONSIN  8031B  Columbia 

Columbus  Rural  Electric 
Cooperative, 

Columbus,  Wisconsin, 


WYOMING  SOllW  Lincoln 

Lower  Valley  Power  and 
Light,  Inc., 

Freedom,  Wyoming, 


Additional  allotment  of  $68,000,  making  a 
tot-al  $322,000  now  a\"ailable  which  will 
build  about  305  miles  of  line  and  serve 
approximately  962  customers  in  Col\3mbia 
County,  Wlaolesale  power  will  probably  be 
supplied  by  the  City  of  Columbus. 

Allotment  of  $23,000  to  finance  hoiise  wiring 
and  plijjnbing  installations  for  about  200 
customers,  A tot-al  of  $128,000  has  been 
allotted  for  distribution  lines  to  be  built 
by  this  organization. 
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